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PART III 

Stores Purchase 


Health Services Department 

TENDER NOTICE 


No. S-370/2013. 25th March 2013. 

Sealed tenders in the prescribed form are invited for 
the supply of “Test Kit for HDL Cholesterol and 
Quality Control Vials for Clinical Chemistry Analyzer to 
the Clinical Laboratory of Government General Hospital, 
Kozhikode”. 

Estimated Cost—? 75,000. 

Superscription tender number should be specifically 
noted as No. S-370/2013. 

EMD—1%. 

Price of tender + ST Cash only—? 400 + 5% VAT. 

Last date and time of closing of sale of tender 
fonn—9-5-2013, 3 p. m. 

Date and time for receipt of tender—13-5-2013, 
5 p. m. 

Date and time for opening of tender—14-5-2013, 
12 noon. 

Date up to which rates are to be firm—31-12-2013. 


Address of Office from which tender forms are to be 
attained and whom tender are to be send— 
The Superintendent, Government General Hospital, 
Kozhikode-32. 
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Govt. General Hospital, (Sd.) 

Kozhikode. Superintendent. 


